~The BULLETIN 


OF THE BEAUX-ARTS INSTITUTE OF DESIGN 


Uy, 
Ys 
fe, 


s 3498431554" Mh 
YASS PR 2? +a 
V4 


G 


Y, 


) 


NI 


\ \\ 


ip 
t 


i 


N 
\ 

Ry 
AS * * 


Shen 


\) 


| 
em pe 


= 
= 


u 


EAS 


Sas 


Yj seers AY . re ae ee 


f7PeRarS 


“i 


SEE 


4 4 , " 
be Te 
- a ‘3 


1939 - SCHOOL YEAR - 1940 
<3 APRIL: 1940" ox ee 


* * Pig 
\* Pty 
%." ar 


=a é 
A * - 
24 eee Ts, 7 ty 
me at ‘ 
>, 
p< s 


ocoported 1916, aS the Regents of the University of the State of New York 
> 304 EAST 447H STREET, . NEW YORK, N. Y. 


- (G. ADAMS, Secretary J. ANDRE FOUILHOUX, Treasurer 
“> eon cross i=“ st~—(:C«iRK ENE KK. STOWELL 
i _ EDWARD. ee CARTAN Soy OTTO TEEGEN 


RALPH WALKER 
CLARENCE M. WOOLLEY 


ey Aa 
. se 2 
i apo 
aor =~? += s 
ot 
Se 
z 


Pate cee arnt tegen oe ees 
CROSS, OF THE INSTITUTE — 


hy i 


‘ we oraz es 


sf 


2 ES R. MC CANDLESS 
op Name Y. MC CLELLAND 
en sy JON C. B, MOORE» 
‘ = arise ae RICHARD: J. NEUPRA 
ROBERT B. 0’CONNOR 
-. f,. MERRILL PRENTICE 

BBM UND R. PURVES 

_ ss L, ANDREW REINHARD 

3:5. JOHN W. ROOT 


(EMBURY, 3D | . 
“EMERSON _ 5 WERT C, ROWLAND 


__- EERO SAARINEN 
_ HENRY R. SHEPLEY 
JOHN L. SKINNER 
Mi BR, DOULTON STOTT 
ROBERT §. HUTCHINS KENNETH K, STOWELL 
Ae MUSGRAVE HYDE _ __. HUGH STUBBINS 
t “ELY JACQUES KAHN =——— SS~S~*é«SEET'H TALCOTITT 
JEAN LABATUT | WALTER TEAGUE 
 LOUISLA BEAUME == = = =—sLEONARD B. WAMNES 
3 L, BANCEL LA FARGE WILLIAM W. WURSTER 
“ROY sa Seria roe k C, CLARK ZANTZINGER, JR. 


eee COMMITTEE | 
¥ Or. BEAUX ARTS ARCHITECTS 


%; cxoncE AL LICHT, Chairaan ’ 


oe PH H. FREEDLANDER 
“PAUL P. CRET 

. SETH TALCOTT 

bay ALEXANDER P. MORGAN 

am Foot ed F. LAMB 


; 5 
; ote ge gq 


vas a on a hairm FREDERIC C. HIRONS, Vice-Chairman 


AUX 


Po THE B Ul LE STIN OF THE BEA ART ae ; 
7 a 


pa Ps a ; “y eee oy 


ome NUMBER 4 


is 
@ 


CONTENTS 


DEPARTMENT OF ARCHITECTURE. va ‘ . ; : F ; , 2 
‘£ Tentative Calendar for the School Year 1940- a 


WHO'S WHO ON THE JURY EES 2 ONC i ee Hog 


GEORGE DOWNS, 32ND PARIS PRIZE SCHOLAR IN MEXICO . f 2 : 5 
| (Illustrations on pages 22 to 24) 


A PUBLIC BEACH... <a ie ae aaa 


Bt Class A Problem III Fie coon on pages 13 to 16) 


THE INTERIOR OF A CAFETERIA... Soe, 4). Sh piglet Pape iu 
‘Mural Program III (Illustrations on page 17), 


A CHAMBER OF COMMERCE. .._—_.. yal 3s ae ia ee 8 
Class C Problem IV (Illustrations on pages 20 to 22 2) 


QUARTERS FOR A MOTION PICTURE COMPANY ON LOCATION... 9 
Warren Prize (Illustrations on pages 18 to 20) 


Pee ak 
March 19, 1940 Class A Problem III ; 
March 25, 1940 Mural Decoration Program III 
en 2, 1940 Class C Problem IV 


Warren Prize 


The Critiques in THE BULLETIN are presented as an official opinion by a member of the jury 
delegated for this purpose, and should not be interpreted as the collective opinion of the jury. 


Published ee! except August and eee by the Beaux-Arts Institute of Design, 304 East 44th Street, 
New York, N. Subscription price by the school year to students registering in the B.A.I.D. courses, $2.50; 

to public and whol libraries, $2.00; to all others, $3.00 in the United States, Colonies and Mexico; single 
copies, 35 cents, mailing 6 cents additional; Canadian and foreign postage 50 cents additional. Subscribers 
should give notice of change of address three weeks in advance. Entered (or re-entered) as second-class 
matter February 2, 1937, Post Office at New York, N. Y., under the act of March 3, 1879. 


DEPARTMENT OF ARCHITECTURE 
TENTATIVE CALENDAR FOR THE SCHOOL YEAR 1940- 1941 


DATE OF | 
PRELIMINARY | 
' SKETCH 


‘DATE OF 
JUDGMENT | 


| DATE OF 
SUBMISSION | 


FIRST TERM 


1 Class A Problem I . Consul’s. Residence and Ofttce smeenceves 26 are oe ee enn eee 
2 Class A Problem II A Plane Base in the Pacific.......... eee ist des Leeee aa Sec 
3. Class A Problem III A Plaza Elevation and Lobby of a Public Building (I.E.S. Prizes)... 
4° Class B Problem “I “A Ski Club,2.. 0.01. eeae eee ene Paces ihn 
5 Class B Problem II A Consolidated Travel Agency (Kenneth M. Murchison Prize)... . 
6:~-Class B Problem III-A Transient|Workers::Campa-o eee eee eee s 
7=-Glass:C Problem. 1°:A° Wading Pools sca. css eee eee tee ee 
8 Class C Problem II A Sales Office for a Residential Development Re ease MA 
9 Class'C: Problem IIf” A Two Storey Porchs.2ceseceseete eee ete Mat: Lig apde't dts Cee 
10 Class A Sketch I A Floating Restaurant (Romer Prize)................200ceeeeeees ; ar ie sea 
115°Class A Sketch I]: A‘ Canal Lock Station {o.00.c. eee eee cei eee ee iti, Reena 
12 Class B Sketch I (A Wooden Passetelle, -.-7s7. opens eeee rere eet taal ee ee le Octigg 19 Gare eae eee 
13°" Class BSketch:I] A: Children’s Playground ;2...-.9)-e eee cre tie er eee recat ates 
14,. Elementary and Advanced Interiors Design <1.a0.... 4 e ee eee ee ee 
15 Elementary and Advanced Interior Design II.............. etary hy Be Se RE 2 
16%: Emerson Prizes. c20. ay. jceiee ce oa attees © HTC Ee ane eae tee Ree eee ee ty 40 
1/7. 34th Pans Prize Competition; Ist Preliminaryss-472 2 sree ee een eee fee sctts 
SECOND TERM war 
18 Class A Problem IV A Crematory and Columbarium: .........0:.---..-0-se5s.s0e April 14 May 1 
19 Class A Problem V_ A Passenger Transportation Terminal (Architectural Forum Prize). . May 26 [une 12 
20 Class A Problem VI A Faculty Residence Group...................05- Brett aheicn Sept. 8 Sept. 25 
21-r Warten Prizes) iscss en ee eee ome RE a) aye Rn Ree ee Toft Se i Feb. 24 Mar. 13 
22 Class B Problem IV A Fish Hatchery................. ied las. a Gee ote dials peace Ot a eee Mar. 17 April 3 
23 Class B Problem V_ An Architectural School (Pencil Points Prize)................... May 29 
24° Class B Problem’ VI) +A) Box Factory; aseece ee ee eee eee ee eee nee Sept. 25 
25 Class C Problem IV A Gatehouse at the Entrance to a Marble Quarry........ Pcaraee April 10 
26 Class C Problem V An Elevator Lobby in a Federal Office Building................. ay 22 
27 Class: C. Problem. VI.A Youth Hostel ..20e0 ee eee ee eee ae ee ee | Sept. 25 
28 Class A Sketch III A Garden for a City Residence (House Beautiful Prize) es see Sis Meee ee Feb. 13 
29. Class A Sketch IV A Community Center for a Resort (inland)...................... Mar ¢8.2e: | ent hocteccs April 3 
30 Class'A Sketch V. A Theatre’ Movie Matquees.nan-se cone eee ene ee Apri; 267 iliac ay 22 
31°. Class B Sketch III .A-Desk. Lampite. 2-4: + 1iceoneoaeeeeeeeee Feb. 8 Wr Sst taell es eDE ace 
32. Class B Sketch IV A:Small‘Chapel2. 3. 25.5.0. ee eee April 5 ore os May 1 ; 
33. Class B Sketch. V ~A Tableaus(Spiering Prize)... 4.6 eee ee eee May \l7 pail aa tess ante June 5 : 
34 Elementary and Advanced Intertor -Design III..2... 7. se. ase eee ee ne oe eee - Mar, 1 | June 5 ; = 
35 Elementary and Advanced Interior “Design [V2.1 eee eee June 7 Sept. 25 vee 
36 34th Paris Prize Competition, 2nd Preliminary, ....4- 052-2405 ee et eee Mar. 21 April 17 
37 34th Paris Prize Final’ Competition... 2.0.0. 00.0. 5). eee eee May 30 Home huneng 2: 
ie 6 es June roe 
‘une 13 | June 16 


Correction — March 1940 Issue 


On page 20 the names under the illustrations of Mr. F. J. Clymer and J. W. McHugh sdiontt be interchanged to give proper credit. 
The illustration listed for page 12 in the Contents appears in the current issue on page 22. 
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Awards: 


Member: 


Major Work: 


WM. ADAMS DELANO, 126 East 38th St., 


Firm: 


Studied: 


Taught: 
Member: 


Major Work: 


LEY CORBETT, 130 West 42nd Street, New You, 
1903—Pell & Corbett ; 


THE B 


1912—Helmle & Corbett 
1922—Corbett, Harrison & MacMurray 
1933—Waid & Corbett 

1936—Corbett & MacMurray 


University of California, Bachelor of Science De- 
gree in etonre Engineering. Awarded Sig- 
ma Ki Key 

Ecole des Beaux-Arts in Paris, Diplémé ; 

Traveled extensively in France, Italy and England 

Medals in Architecture, Mathematics, Modeling 
and freehand drawing at the Ecole des Bendel 


Arts 

Awarded Medal of Honor—New York Chapter, 
A.A. 1908 

Awarded Medal of Honor for work on Rockefel- 
ler Center, 1936 

Associate and Lecturer—School of Architecture, 
Columbia University 

Member Advisory Boeri” Satiel of Architecture, 
Princeton University 

Member Jury of jee Se ae Institute 
of Design 

Departmental Editor for “Architecture’—New 
Edition of Encyclopaedia Britannica 

Fellow—American Institute of Architects 

Fellow—Royal Institute of British Architects 

Society of Beaux-Arts Architects 

Academician—National Academy of Design 

Maryland Institute, Baltimore 

N. Y. School of Applied Design for Women 

Municipal Group, Springfield, Mass. 

Bush Terminal 

St. Gregory’s Church 

One Fifth Avenue 

Stambaugh Memorial, Youngstown, Ohio 

Roerich Museum 

George Washington Masonic National Memorial, 
Alexandria, Va. 

New Home Office Building of Metropolitan Life 
Insurance 

Brooklyn College Group 

New Criminal Courts Building and Jail for New 
York City—Associate, C. B. Meyers 

Chairman Architectural Commission of A Cen- 
tury of Progress, Chicago World’s Fair, 1933 

Registered Architect—New York, New Jersey, 
Pennsylvania, Illinois, Wisconsin, Georgia and 
California 


New York City 
Delano & Aldrich 


Lawrenceville School—1891 
Yale University, B.A. 1895; B.F.A. 1908; M.A. 
909 


1 

Ecole des Beaux-Arts 1903 

Professor of Design at Columbia University, 
1903-1910 

National Commission of Fine Arts 1924-1928 

National nee Park and Planning Commission 
since 1929 

National Academy of Design 

National Institute of Arts and Letters’ 

American Academy of Arts and Letters 

New York Chapter, American Institute of Archi- 
tects (Pres. 1928-1930) 

aro of Beaux-Arts Architects (Pres. 1927- 
19 

Fellow, American ieee af of Architects 

Architectural League of New York 

Corres. Member, Academie des Beaux-Arts, In- 
stitut de France 


ee Divinity School, Yale University New Haven, 


Maleteebik or. Brook and Union Clubs, New 
York City 

American Government Bui'ding, Paris, France 
(Paris Chancellery) 


Bee) 
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EDWIN H. DENBY, 333 Fourth Ave., New Yer City 


Studied: 


Member: 


Major Work: 


pier mas Washir 
North Beach Airport, New 
Walters Art Gallery, Baltim 

First iat of Christ, Scientist, 


Polytechnic, Dresden, Sascony 188' 
geet des Beaux-Arts, Paris, Diplomé S.A.D.G. 


pene Institute of Architects 

Architectural 

Beaux-Arts Society 

‘Past President, Soace des Architects Diplémés 
National Arts Club 


In the practice of architecture since 1899 


WILLIAM GEHRON, 101 Park Ave., New York, N. Y. 


Studied: 
Member: 


Major Work: 


Carnegie Institute of Technology 
Foreign Travel Europe and Near East 


Member of American Institute of Architects, New 
York Chapter, A.I.A. 

Architectural League 

Beaux-Arts Institute of Design 

American Institute for Iranian Art & Archaeology 

Past Member of the Executive Committee of 
New York Chapter and the Architectural 
League 

Received Silver Medal of the Architectural 
League 1932 

Development of Pennsylvania State Capitol Group 
of Harrisburg, Pa. 

South Office Building, Highway Building, Edu- 
cation Building, Soldiers’, Sailors’ Memorial 
Bridge and Finance Building, Harrisburg 

Memorial Bridge, Rochester, N. Y. 

Washington Hall and Grant Hall at the U. S. 
Military Academy, West Point, N. Y. 


CALEB HORNBOSTEL, 250 East 43rd St., New York City 


Firm: 
Studied: 


Awards: 


Major Work: 


JOHN MEAD HOWELLS, 156 East 46th St., 


Studied: 


Awards: 


Honors: 


Major Work: 


Caleb Hornbostel and Richard M. Bennett 

Carnegie Institute of Technology, B.A. 1929 

L’Ecole des Beaux-Arts, Paris, France, D.P.L.G. 
1933 

First prize Wheaton College Competition 

Assistant Chief Draftsman on Harlem-Macombs 
Place, Housing 

Formerly head draftsmian office of E. A. Dennison 

One of the four key men on General Motors Job 
for New York World’s Fair 

Instructor at Laboratroy School of Industrial De- 
sign 

New York City 


Harvard 

Massachusetts Institute of Technology 

National School of Fine Arts, Paris 

Fifth Avenue Association, New York, for Facade 
Desi, 


1gn 

American Institute of Arts and Letters, Member- 
ship Award 

Ex-President, Beaux-Arts Society 

Ex-President, Diplémés Society 

Gold Medal, New York Architectural League, 
1930 

Gold Medal, Paris, 1928 

Legion of Honor—France 

Order of Crown of Belgium 

Beekman Tower, Ist Avenue, New York City 

Title Guarantee Building, E. 45th St., New York 


Daily News Building, E. 42nd St, New York 


ity 
Turks Head Building, Providence, R. I. 
Administration Building, Yale 
Music Department, Harvard 
Tribune Tower, Chicago 
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of the Gay of New York 
ttan College, M.S.A. 


re /Mestopoliten Micoum sof Arte, School of Archi: 


tecture 

Ecole des Beaux-Arts, Paris 

Flushing Post Office, with Dwight J. Baum, Asso- 
ciated 

Queens General Court, Jamaica, New York, with 
Alfred H. Eccles, Associated; as well as nu- 
merous private residences, commercial and 
institutional buildings 


JULIAN CLARENCE LEVI, 105 West 40th St., New York City 


Firm: Taylor and Levi 

Studied: Columbia, A.B. 

Ecole des Beaux-Arts, Paris (Diplémé par le 
Gouvernement) 

Fellow American Institute of Architects 

New York Chapter, A.I.A. former Treasurer, Sec- 
retary and Vice President 

Society of Beaux-Arts Architects, Past President, 
abe Treasurer, Secretary and Vice Presi- 
lent 

Architectural League of N. Y., Past President 

Architects Emergency Com., Founder, Honorary 
President 

Fine Arts Federation of New York, Secretary 

Gold Crown, Columbia University > 

Silver Medal, S.A.D.G. Paris, 1928 

Gold Medal, Pan-American Exposition, Santiago, 
Chile, 1923 

Grand Prix, International Exposition, Paris, 1937 

Chevalier, Legion of Honor, France 

And others 

Numerous commercial and exhibition buildings 
as well as private residences. 


Honors: 


Major Work: 


BENJAMIN W. MORRIS, 101 Park Ave., New York City 


Firm: Morris & O’Connor 
Studied: Columbia 1894 Ph.B. 
Trinity Colleg 


e 
Ecole des Beaux-Arts 1895-1896 
Past President, New York Chapter, American 
Institute of Architects 
Past Director, American Institute of Architects 
Gold Medallist Architectural League, New York, 
and of N. Y. Chap. A.A. 
Past Chairman, Beaux-Arts Institute of Design 
Major Work: Plan of Metropolitan Square and Opera House 
adopted in main essentials for Rockefeller 
Center 
Cunard Office Building, 25 Broadway and Ist 
Class Public Rooms of S.S. Queen Mary 
Bank of New York : 
Seamen’s Bank for Savings 


Honors: 


ALFRED EASTON POOR, 9 Rockefeller Plaza, New York City 


Studied: Harvard—A.B. 1920 
University of Pennsylvania—B. Arch. 1923 
_ M. Arch. 1924 
Ecole des Beaux-Arts, Paris 
Fontainebleau School of Fine Arts 
American Academy in Rome 
Henry Gillette Woodman Travelling Fellowship 
in Architecture 1925 
Architectural League of New York 
New York Chapter, American Institute of Archi- 
tects 
Society of Beaux-Arts Architects 
ux-Arts Institute of Design 
American Water Color Society 


Awards: 


Member: 


Major Work: Wright Memorial, Kitty Hawk, N. C. (won in 


open competition) 


neg ares for Red Hook Houses, Brooklyn, 


Member: 
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Major Work: 


& Company 


LUCIAN E. SMITH, 18 East 48th St., New York City 

Studied: Columbia University, B.S. 1901 

Northwestern—Armour Institute 

_American Academy in Rome 

Paris Ateliers 

Lloyd Warren Prize (2nd) _ ah 

Holder McKim Fellowship from Columbia Uni- 
versity, 1905-08 

American Institute of Architects 

Chairman Architects Emergency Com. 


Awards: 


Member: 


LAWRENCE GRANT WHITE, 101 Park Ave., New York City | 


Firm: McKim, Mead and White 
Studied: Harvard, A.B. 1908 cum laude 
Ecole des Beaux-Arts, Paris D.P.L.G. 1913 
Prix Cavel, Paris : 
Harvard College Scholarship 
d ee Secretary Architectural League of New 
or 


Chevalier of the Crown of Italy 

Major Work: Departmental Barracks, Governors Island, N. Y. 
52 Wall St., New York 5 
277 Park Avenue, New York 
National Hotel, Havana, Cuba 
Girard Trust Company Offices, Philadelphia 
Hadley Falls Trust Co., Holyoke, Mass. 
Memorial Chapel, Union College, New York 


STEPHEN F. VOORHEES, 101 Park Avenue, New York City 


Firm: Voorhees, Walker, Foley & Smith 

Studied: Princeton University, C.E. 

Honors: Fellow and Past President of The American In- 
stitute of Architects 

Honorary Degree, Doctor of Engineering, Prince- 
ton University, June 1937 

Honorary Degree, Doctor of Fine Arts, New 
York University, June 1939 

Honorary Degree, Doctor of Engineering, Rensse- 
laer Polytechnic Inst. 1939 

Honorary Member—American Society of Land- 
scape Architects me, 2 Ss ; 

Honorary Corresponding Member, Royal Institute 
of British Architects 

Supervising Architect, Princeton University 

Member, American Society of Civil Engineers, 
American Society of Mechanical Engineers, 
Architectural League of New York 

Chairman Board of Design, New York World’s 
Fair, 1939, Inc. : 

Irving Trust Company Building, 1 Wall Street, 
New York City ; 

Headquarters Building for New York Telephone 
Company, 140 West Street, New York City 

Genessee Valley Trust Company, Rochester, N.Y. 

Travelers Insurance Building, Hartford, Conn. 

Western Union Telegraph Building, 60 Hudson 
Street, New York City 


Awards: 


Honors: 


Major Work: 


HENRY RENWICK SEDGWICK, 14 East 47th St., New York 


Studied: Harvard 1904 
Columbia University 
American Institute of Architects 


Society of Beaux-Arts Architects 

Beaux-Arts Institute of Design 

Legion of Honour (France) ; 

Major Work: Numerous commercial, institutional and residen- 
tial buildings-in private practice 


Ist prize House Beautifat Gonmpetition (twice) 
Hon. Men. Architectural League = 
American Institute of Architects, Executive Com- 
Harcash aie Y. Chapter i 

Architectural League of New York, Executi 
ole ya xecutive 
Major Work: Administrative Building, New York World’s Fair 
East River Drive : 
Many private houses, etc. 


EDWARD NECARSULMER, 420 Lexington Ave., New York City 


Studied: Columbia, 1896, Ph.B. in Architecture 
Ecole des. Beaux-Arts, Paris 

Awards: McKim Traveling Scholarship, 1901-02 

Member: American Institute of Architects 


Society of Beaux-Arts Architects 
Major Works: Young Men’s Hebrew Association, Lexington 
¢ Ave. at 92nd St., New York City 


Franklin Simon & Company, Greenwich; Best & 


Co., Mamaroneck, N. Y. 
Home for Hebrew Infants, New York 
carta ae Tire Co., Plant, Cumberland, 
a 


City and Country Residences; Bank Buildings 
in New York and New Jersey ‘ 

paola Memorial Hospital, Monmouth, New 
ersey 


NATHANIEL OWINGS, 5 East 57th St, New York and 


104 S. Michigan Ave., Chicago, Ill. 


Firm: Skidmore and Owings 


Studied: Cornell University, Bachelor of Architecture, 1927 


University of Illinois 


Award: Cornell Tuition Scholarship, 1927 

Honors: Former Vice President Chicago Chapter, Ameri- 
can Institute of Architects 

Major Work: 


At Ohicago—A Cent of P: E iti 
Ba ury rogress Exposition 
At New York—World’s Fair, ten buildings 


Studied: 
Member: dian. 
American Institute of An 
Architectural League of 
Major Work: Many churches; educational buildings; ¢ 


Hall of Engineering, Morrissey, Howard « 
Lyons Halls at Notre Dame; associate 7 
ay and Ferguson on Dining Halls, Notre — 

me 


A. MUSGRAVE HYDE, 381 Fourth Ave., New York City 


Studied: Harvard—B.A. 1912 
Ecole des Beaux-Arts, Panis, France 1912-14 
Member: American Institute of Architects a 
Society of Beaux-Arts Architects . 
Major Work: With William E. Shepherd—Washington County 


Museum of Fine Arts, Maryland 
Numerous private residences 


HENRY R. SHEPLEY, Ames Building, Boston, Mass. 


Firm: Coolidge, Shepley, Bulfinch and Abbott 
Studied: Harvard 
4 Ecole des Beaux-Arts, Paris 


President Boston Society of Architects 

Director American Academy at Rome 

Member, National Commission of Fine Arts 

Member, Committee on Design, Public Buildings 
Administration 

Member, Institute of Arts and Letters 

Gold Medal N. Y. Architectural League for New 
York Hospital 

Major Work: New York Hospital 

Harvard, House Plan and other Harvard build- 


ings 

B.B. Chemical Company 

Fitchburg High School 

Massachusetts General Hospital New Central 
Building 


Honors: 


GEORGE A. DOWNS, 32ND PARIS PRIZE SCHOLAR IN MEXICO 


In this issue we conclude excerpts from letters received 
from Mr. Downs while in Mexico. On pages 22 to 24 are 
scenes of places visited by him. 


February 25, 1940—Merida, Yucatan 


Our aeroplane flight from Chetomal to Merida went 
off on schedule last Thursday, but it was rather a dull 
two-hour ride over the monotonous country of Yucatan. 
On Friday we went to Chichen Itza, the greatest of the 
Mayan remains. I think that anyone interested in Archi- 
tecture would go wild over these magnificent remains of 
the great Mayan development. 


"= 


March 17, 1940—Mexico City 


I am enclosing four of my photographs of different 
ancient sites. (Two are reproduced on page 24) and 
give you here an outline description of each one. As to 
the dates, none of the archaeologists can agree so one 
can safely say they date from the beginning of the Chris- 
tian era to the 16th century before the conquest of the 
Spaniards. 

The Temple of the Warriors at Chichen Itza in Yuca- 
tan, is one of the most famous of the buildings at this 
famous site. It is of the late Mayan Empire, built during 


the peak of that civilization. The use of columns to 
obtain large interior spaces was a late development and 
one which was not often practiced. 

Mast Ornamentation—This is a detail of a typical cor- 
ner treatment of mask decorations. It ison the “Nun- — 
nery” at Uxmal in Yucatan. Originally this stone work 
was completely plastered over and painted. The decora- 
tive qualities did not only depend on the color, but also 
greatly on the play of light and shade. Some observers 
claim that the expressions of the masks change as the 
sun moves around. 


April 10, 1940—Mexico City 


Have just returned from one of our best trips. Morelia 
is undoubtedly the most attractive of all the Mexican 
Colonial Cities. Guodalafiora, the second city in size, is 
rather dull, but the great Orozco murals make the visit 
very worth while. We also drove to Urupon over what is 
probably the worst road in Mexico. Urcyon is quite 
isolated and therefore unspoiled. It is the center of the 
lacquer work industry. 

Back in Mexico City, I still have some things of in- 
terest to see. Little gems of fountains appear in a sur- 
prising way. 
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ROBERT W. McLAUGHLIN 
JOHN C. B. MOORE 
BENJAMIN MOSCOWITZ 
ARTHUR RICHARDSON 
MORRIS SANDERS 
ESMOND SHAW 

MAGILL SMITH 

WALTER GRANT THOMAS 
SHEPARD VOGELGESANG 
STEWARD WAGNER 

LOUIS WALSH 

C. CLARK ZANTZINGER, JR. 


|" LEOPOLD ARNAUD 
_H. PAGE CROSS 
ROBERT W. CUTLER 
GEORGE DAUB 

ALFRED DUPONT 
FREDERICK A. GODLEY 
PHILIP L. GOODWIN 
DON E. HATCH 
GEORGE HOWE 
JOSEPH JUDGE 
GEORGE T. LICHT 
HERBERT MAGOON 


School Representatives: 


ARTHUR F. DEAM, University of Illinois 
D. K. RITCHEY, Carnegie Institute of Technology 
HARRY GNERRE, Afelier Gnerre, New York City 


Summary of Awards: 


2 First Medal 49 No Awards 
6 Second Medal 5 Hors Concours 
64 Mention 126 Total Submitted 


THE PROGRAM —By Gitmore D. CxarKE, Ithaca, N. Y. 


Due to increasing interest in enhancing the beauty of our 
cities, as well as in affording outdoor recreational facili- 
ties, it has been proposed to have the Park Commission 
of a large city, situated in the middle- Atlantic States, 
build a public beach with necessary appurtenances. This 
is one of a system of several small beaches within the 
city. The site chosen for this particular development is 
within easy motoring distance from the center of the city 
and is located on a bay of the Atlantic Ocean, as shown 
on the accompanying survey. The city has a population 
of approximately 500,000. 

The design shall afford ample outdoor recreational 
areas to accommodate not less than 2,500 persons at one 
time, excluding those persons on the beach, which in it- 
self comfortably accommodates an equal number. The 
number, arrangement, character, and materials of the 
building or buildings is left entirely to the desginer. 


Requirements for the Problem: 


A. Bathhouse to accommodate not less than 500 per- 
sons at one time. The system of checking is left to 
the designer. 

B. A swimming pool to accommodate not less than 
250 persons shall be included in the plan. A sep- 
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= patvous ar have free ccess | the b h. 
Restaurant for 500 persons, with loung ilets 


is desirable; space for dancing may be provided. 
Lunch counter for 100 persons. 


D. Recreational facilities such as play fields, picnic 


areas, etc. - 


E. Ample approaches for automobiles with parking 
space for not less than 1000 cars. Separate bus 
approach and parking space for not less than 10 


buses at one time. 


REPORT OF THE JURY—C. CLARK ZANTZINGER, JR. 


Without trying to be specific about the details of the 
problems in general or the merits of any one problem, 
the opinion of the jury about the designs submitted can 
be summed up as follows: 


A. There was a very apparent lack of appreciation by 


almost all of the students of a “Looseness” in plan 
which might be expected in a problem of this kind. 
B. The student did not consider carefully all of the 


various types of circulation involved with the result that 


the plans either became over involved or weakened when 
certain types were omitted or neglected. 

C. There was a good deal of imagination apparent in 
most of the problems and the presentations were mostly 
direct and effective. Occasionally they became too harsh 
but this was the exception. 

For the most part, the problems receiving medals, 
overcame these objections. The fact that they are strik- 
ingly similar in parti does not indicate that this was the 
only possible solution but rather that these problems 
caught the spirit of project exceedingly well. 

The jury felt that most of the solutions were too com- 


pact; and, whereas there was a necessity of having a 


close relationship between the pool and its controlling 
bathhouses, and, whereas it was an excellent idea of 
placing the pool so that people in the restaurant could 
watch the activity therein, none the less the plan units 
were brought together more than might be expected in 


a plan of this kind on such an open piece of land. This 


constricted feeling was apparent in the majority of the 
solutions. 

Secondly the jury felt that there ba not been sufficient 
study of circulation problems. Too often the student pre- 
sented a good solution of one or two of the main circula- 
tion problems but neglected others which were important. 
The plan implied several different types of circulation 
and all of them had to be solved. I do not wish to de- 
tract from the many ingenious solutions of difficult prob- 
lems, I merely wish to emphasize ee all types must be 
considered. 


fice, and service facilities. Area fo lining 
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" the he sue There eld be Aemcaitl en a es al of | 


- food and ee Baa that would have to be brought in 


THE INTERIOR 


MURAL PROGRAM III 


» . JURY OF AWARD—March 25, 1940 


FRANCIS SCOTT BRADFORD 
GORDON BUNSHAFT 
DEAN CORNWELL 


ALLYN COX 
ALOIS FABRY, JR. 


Summary 0 f Awards: 


2 Second Mention 29 No Awards 
4, Mention 35 Total Submitted 


THE PROGRAM—By Gorpon BunsuarFt, New York City 


The owner of an important chain of cafeterias in one 
of our Metropolitan Cities has decided to create a more 
pleasant atmosphere in his cafeterias. As a result he has 
had built a new cafeteria which is complete with the 
exception of the final surface materials of the interior. 
He has decided to employ a muralist to create the 
atmosphere of the interior. The muralist’s problem is to 
determine the treatment as to texture and color of the 
surfaces that enclose the volume of this cafeteria as well 
as the placing and designing of a mural. 

The owner insists that the room be brightly lighted 
(indirect pinhole light illuminating the walls has already 
been provided by the architect, and where desired addi- 
tional lighting can be added), and that every effort be 
made to create an atmosphere that is conducive to eating. 

He also reminds the muralist that cafeterias, in gen- 


eral, are noisy and therefore some thought should be 


given to surface materials in an effort to have the sur- 
faces sound- absorbing. 

The accompanying drawing shows the shits of the 
room. It is to be noted that the architect has a glass 
screen around the food counter. This is an integral part 
of the room which may be decorated and should be con- 
sidered in developing a scheme. 

The solution of this problem will be ae basically 
on the following three items: 

1. The atmosphere created in the Deeioal 
2. The location of the mural as an integral part of 
the design. 
3. The mural itself. 


Br 
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OF A CAFETERIA 


REPORT OF THE JURY —DEAN CORNWELL 


The jury worked hard in judging this competition, and 
was aided greatly by the presence of the author of the 
problem. There was a general disappointment among 
the members in the work shown. It seems that few, if 
any, competitors took advantage of the type of room 
offered, but rather attempted in vain to force the tradi- 
tional solution into a room that permitted the greatest 
of license. The author pointed out that no one took 
advantage of the height and type of lighting in the ceiling 
to treat this as a rich dark note. Everyone seemed to 
have clung to the old “sacred cow” wherein the ceiling 
must be light. The author was particularly disappointed 
that no one varied the color of some one wall. There was 
quite a tendency to be influenced by the food murals at 
the World’s Fair, which to some degree was logical in 
this problem of designing the interior of a cafeteria. 
The color in many instances, while showing an inter- 
esting harmony, in itself was not suggestive of the spirit 
of a modern cafeteria, and was frequently gloomy. Several 
contestants, one in particular, placed a very well executed 
design behind the screen, and over the food counter, with 
the result that the design completely missed its mark as 
a decorative feature due to the obstruction of the screen, 
and the competing pattern that would be formed by the 
food itself. There were one or two humorous schemes 
which struck some of the members as original, but the 
quality of workmanship would hardly permit the concep- 
tion to be enlarged with much success. There was not a 
little discussion among members of the jury over the 
question of scale—granting the license this type of archi- 
tecture offers, there was a feeling that many went astray, 
particularly in the designs showing fruit to be executed 
in various veneers. The jury wondered whether the artist 
considered the possible loss in the effect of the grain of 
the veneer if and when these designs might be carried 
out full size. There were many designs, however, which 
if revised in color and in the placing of the motifs, would 
add to the successful decoration of a modern eating- 
place. 
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a LEON HYZEN 
_ VERNER JOHNSON 
--—s GEORGE KOSMAK 


GEORGE A. LICHT 
CHARLES L. NUTT 
ROBERT O'CONNOR 
HAROLD RAMBUSCH 
OTTO TEEGEN 


Bi HENRY HOFMEISTER 


Summary of Awards: 


4, Hors Concours 
27 No Awards 
130 Total Submitted 


4, First Mention 
31 Mention 
64 Half Mention 


THE PROGRAM—By WALTER F. BOGNER, 
Cambridge, Mass. 


The Chamber of Commerce of a small town proposes 
to erect a new building. The town of 10,000 inhabitants 
has a lively and prosperous business center. It is proud 
of the fact that it has the character of a modern garden 
city and that it is able to offer unusual amenities to its 
residents and business houses. 

The SITE is located on the edge of the business dis- 
trict of the town. It is bordered on its short side by 
Olmstead Street, one of the principal thoroughfares and 
on its long, west, side by Elm Street. It measures 120 
feet by 100 feet and is practically level. A restriction 
demands that any building to be erected on the present 
property be set back 20 feet from the property line on 
both streets. 

The BUILDING will serve as club and business head- 
quarters for the Chamber of Commerce. Banquets will 
be held occasionally during which a speakers’ table will 
be placed on a rostrum and dining tables will be set up. 
Luncheons, informal meetings, lounging and reading will 
occur in the same room during its normal usage. Occa- 
sionally a conference of the officers of the Chamber will 
be held in a room specially set aside for this purpose. 
A secretary will serve the business interests of the or- 
ganization. He will have a clerk to assist him who will 
be in charge of the club house. 

These requirements will demand the following space 
provisions: 

1. A Common Room, area 4,000 sq. ft. Part of this 
room will normally serve as a lounge and the other part 
as a club luncheon room. On occasions the entire room 
is used for banquets and sometimes as a lecture hall. 
From time to time manufacturers use it to exhibit their 
products. 

2. Kitchen Service, area 800 sq. ft. This will be located 
adjoining the lunchroom portion of the Chamber. In the 
cellar will be storage facilities for the kitchen, as well as 
for the general storage requirements of the building. 
During banquets caterers will bring in food already pre- 
pared to supplement the kitchen facilties. 
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3. A Conference Root: area 300 sq. Cs This room, 
combined with an anteroom, normally will be used as. 
office by the secretary but will also be used for confer- 
ence purposes. 

4. Vestibule, Coatroom and Toilets. The clerk will 
have his desk placed conveniently near these elements 
so that he may control the entrance and see also the in- 
terior of the club. He will perform the usual duties of a 
house clerk, operate the telephone switchboard, and also 
sell cigars, papers and confections. Men’s and women’s 
toilets and public telephones should be convenient. 

5. Necessary Service Elements and incidental require- 
ments such as heating room, janitor’s rooms, service and 
delivery entrance may be placed in the basement. 


REPORT OF THE JURY—GEORGE KosMAK 


The presentations of this problem showed, on the 
whole, great promise. Many designs were chosen for their 
good organization and then eliminated because of serious 
faults in detail. Gadgets and tricky ideas where they 
seemed to have too much importance in a problem, re- 
sulted in many Half Mentions. 

An important consideration was the general character 
of the exterior as expressing a Chamber of Commerce. 
The influence of the World’s Fair seemed to be very evi- 
dent and resulted in pavilion effects unsuited to this type 
of structure. A common fault of at least half of the 
drawings submitted was a too grandiose and magnificent 
conception of the exterior for a building of this size. 
All the First Mentions were awarded to those designs 
which were in scale with a building for a town of 10,000. 
Moreover, there was a further consideration of the dig- 
nity and stability of a Chamber of Commerce Building. 
This seemed destroyed by the excessive use of glass ex- 
cept where it was used for admitting light. 

The use of glass in many instances expressed too 
ephemeral a quality, such as in a pavilion, whereas had 
it been used as a part of an otherwise stable appearing 
structure, it might have expressed a little more its real 
purpose: that of admitting light. The glass should be 
used more for illuminating of rooms and less as a blue 
area in a rendering. Fad should not govern this as much 
as necessity. 

Many buildings had entrances too restricted for hand- 
ling the large audiences that would assemble at times, 
and very few had adequate accommodation for coats dur- 
ing large gatherings, but hanging space in the open for 
a small number of coats during daily use, seemed very 
appropriate, particularly when placed directly in the 
lobby. 

Adequate access to kitchen and the proper organiza- 
tion of these kitchens in most drawings needed more 
study, particularly as to the placement of service yard, 
etc. 


Lia ii 


In many instances the services and less important ele- 
ments were located on the street side, and the large room 
for which the building really exists, was hidden or placed 
against a building line where light was uncertain. The 
use of toilets for important exterior effects where some- 
thing more important would be expected was condemned, 
as was also, on the other hand, the use of interior toilets 
depending on artificial ventilation where a plot of this 


size is available. Particularly commendable were solu- 


tions that had ample natural light and ventilation for 
the large room. 

The element of control from the clerk’s desk was seri- 
ously considered and quite justifiably governed most 
plans, though in some cases this was carried to too great 
an extreme as it might be in a theatre where admission 
is charged for. 


The jury did not like the location of the doors of both 
_the men’s and women’s toilets in the same small vesti- 


bule. In the better designs these were separated. 


The expression of the various functions of the Common 
Room was important. 


However, against its success stood its rather cram 


ee be 


frequent criticism 


ferbate Hooren aoe 
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as ell as ap Siieiicnion of its pe faci 
irol, and the fine arrangement of the Commo 


entrance to the Conference Room, past the toilets, a 


the lack of a door from it to the Common Room. This J 


was considered serious from the point of view of plan, 
but could have been easily corrected. 

The design of D. P. Antinozzi, Jr., of Catholic Uni- 
versity of America, was admired for its fine simplicity 
of plan, its success at symmetry without forcing, and its 
light from both sides though the risk of an adjoining 
building might ruin this. 

The design of J. Tuchman, Carnegie Institute of Tech- 


nology, was admired for its simple and very expressive 


exterior and plan, but it was criticized for its failure to 
keep the Common Room free from drafts and the some- 
what congested circulation in front of the clerk. 

The design of A. W. Morey, Jr., Oklahoma Agricul- 
tural & Mechanical College, was admired for its direct 
plan, good administration and control. But was con- 
demned for a little too much “trickiness” in its door 
pocket and its angular treatment of the entrance without 
adequate justification. 


QUARTERS FOR A MOTION PICTURE COMPANY ON LOCATION 


WARREN PRIZE COMPETITION 
First Prize $50; Second Prize $25. 
JURY OF AWARD—April 2, 1940 
ROBERT S. HUTCHINS 

SHAMOON NADIR 

L. A. OLIVER 

J. OTIS POST 


RICHARD SNOW 

R. DOULTON STOTT 
OTTO TEEGEN 

L. B. WAMNES 


THE PROGRAM—By R. Doutron Storr, New York City 
The producers of a large motion picture company situ- 
ated in Hollywood have decided to “shoot” the major 
part of a “Western” film “on location” since the story or 

“script” has called for rough desert country as a back- 
ground. The “Location Department” has selected a desert 
site many miles from railroad or town in the State of 
Arizona and it can only be reached by truck.and airplane. 

The Production Department, accordingly, has approved 
the construction of a complete temporary village of light 
materials to house its actors, technical staff, workmen, 
and live stock on a piece of property 1000 ft. by 2400 ft. 


the long axis running north and south. A constant pre- 
vailing westerly wind is a problem the studio staff has to 
face in laying out the plan. Contact will be maintained 
with the main studio by short wave radio and airplane. 
A section of ground 200 ft. wide inside the north 
boundary line is to be used as a runway for planes. Film 
delivery and the transportation of directors and star 
actors will be carried on by plane. All building ma- 
terials, equipment, extra live stock, etc., will come by 
truck on a very secondary desert road that approaches 
from the south. 


Water is to be brought in entirely by truck and 
pumped into a large tank centrally located. 


The location of the “sets” and camera work is not part 
of this problem as the company will go off into the sur- 
rounding country every morning to make the picture. 
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s make a total of 800 Naarle is 


1 Administration Building. 


a. General lobby 20 ft. x 30 ft. 

b. Cashier’s office with two payroll windows 

c. Producer’s office 

d. Director’s office and adjoining room for as- 
sistant Director 

e. Two small offices for script writers 

f. Office for Studio Publicity Department 

g. Radio communication room 

2. Commissary. 
Capacity for feeding 800 people with necessary 
kitchen and pantry space. Private dining room 
for six star actors. 

3. Theatre. 
Seating 500 for recreation purposes and also 
to serve as a projection room to show the daily 
work or “rushes”. 

4. Living Quarters. 

a. Two dormitories each to accommodate 400 
people 

b. Outside toilet buildings 

c. Small hospital 

d. Three cottages to house director, leading man, 
and leading lady 

5. Prop Building. 
A storage building 25 ft. by 50 ft. to house all 
the necessary properties needed for the scenes 
such as guns, saddles, furniture, pottery, etc. 
6. Costume and Make-up Building. 

a. Space 25 ft. x 50 ft. arranged for storage and 
fitting of costumes 

b. Remainder of building 25 ft. x 75 ft. sectioned- 
off for make-up stalls 

7. Camera Department. 

a. Workshop 25 ft. x 50 ft. for camera and sound 
equipment repairs. 

b. Fireproof vault 10 ft. x 10 ft. for film storage 

8. Water Tank Building. 

a. Tank tower 12 ft. x 12 ft. and 25 ft. high 

b. Space for water trucks unloading 

c. Men’s and women’s washroom and shower 
facilities. (These should be convenient to the 
dormitories) 

9. Truck and Auto Storage. 

a. Shed to accommodate 30 trucks and 10 actors’ 
busses. Closed space at one end for machine 
shop 

b. Separate building to house two power gener- 
ator trucks which will supply electricity for 
entire community 
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for visitors 
d. Storage Building. 25 ft. 
materials and daily food siite with 
loading platform 
10. Air Field. 


= Saran Ship « on 
11. Livestock. 
a. Roofed-over hay storage and stalls to accom- 


modate 350 horses. Adjoining exercise corals — 


b. Coral to hold 200 steers with feed shed. 


REPORT OF THE JURY—R. DovuLton Stott 

One of the main considerations in organizing this prob- 
lem, was the prevailing wind, since this factor influences 
the plan and which is particularly important in western 
locations. The jury felt that in the larger part of the 
work submitted, the students failed to consider this in 
their plans. 

In a number of the problems, the buildings were 
spread all over the lot and lacked compactness in com- 
munity planning. The students also overlooked the fact 
that on desert locations of this type the temperature of 
the air and the sun are very high, and therefore as little 
walking around as possible is a major requirement. 

The first prize was awarded to W. O. Cain of Prince- 


ton University, who had a very clean cut presentation — 


rendered in sepia monotones. The jury wishes to com- 
mend this student on the excellent thought in the plan. 
The administration building is convenient to the airport 
for the arriving Company officials; the stars’ and direc- 
tors’ bungalows are near at hand, the theatre is close-by, 
and the dormitories for men and women are compactly 
separated and not too far from the commissary. The 
men’s and women’s showers and toilet sections are re- 
moved properly from the dormitory section where the 
wind can circulate through and around them. Plumbing 
facilities in a job of this sort would be rather primitive. 
The addition of raised ground was not: called for in 
the problem, but was excellently placed as an entrance 
to the location. The horses and livestock which would 
naturally cause a lot of dust, are well away from the liv- 
ing quarters. Other problems failed to note this point. 
The jury felt the scale of Mr. Cain’s problem was out- 
standing in comparison with other presentations. 


The second prize was awarded to S. Shimberg of - 


Massachusetts Institute of Technology. This problem was 
selected for its simplicity in presentation and perhaps 
gave the best indication of light-weight construction. It 
was one of the few that showed interior plan arrange- 
ments. Also from the organization of the plan and direc- 
tion of the buildings it was possible to read the wind 
direction without referring to the windrose. A bad fea- 
ture was that the administration is too far away from 
the hangars. 

Mr. W. E. Kremer’s problems, of Pennsylvania State. 
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] Ltcag did not or any Pathee Tecan it 


an interesting architectural plan. 
_ During the final discussions, the jury was confronted 
with two problems having identical partis and obviously 


from the same school (later confirmed). Both problems 


were excellently presented but the consensus was that 
one of these drawings should be eliminated to give a 
fair chance to other drawings of a different parti. Ac- 
cordingly, Mr. Folley’s drawing had a slight edge on 
that by Mr. Mikolajezyk. 

Mr. Folley’s problem, of the University of Pennsyl- 
vania, had good wind orientation and the jury liked the 
Ss soa of the plan around the “poset. build- 
ing and “oasis’ ? courtyard. 


- 


side st ie ate sections, oy the Ae in a ¢ 
like this would have been unbearable. 


For a future reference in working on a problem of 


project their “daily rushes” in the evening and should 
not have to carry their valuable film across dusty court- 
yards. Unfortunately the program did not explain this 
point. 

The jury was especially pleased to see in almost every 
problem the important location given to the water tank. 
It is unfortunate that more students did not understand 
the dust problem equally as well. 


REPORT OF AWARDS 


DEPARTMENT OF ARCHITECTURE 
A PUBLIC BEACH 
CLASS A PROBLEM III— 126 DRAWINGS SUBMITTED 
JUDGMENT OF MARCH 19, 1940 
CARNEGIE Tair aa He TECHNOLOGY: 
Second Medal: J. S 
Mention: R. E. jis J. Goldfarb, A. W. Hajjar, F. T. 
Loeffler, R. M. Novak, H. P. Poli, H. S. Shelmire, 
Jr., J. Tracht, I. A. von Horvath, H. E. Whiting 
No Award: 3 


CATHOLIC UNIVERSITY OF AMERICA: 
Mention: E. Beery, Jr., E. G. Fellinger, D. N. Mandris, 


G. H. Tsuruoka 
No Award: 1 
CLEVELAND SCHOOL OF ARCHITECTURE OF W.R.U.: 
Mention: J. C. Bonebrake 
No Award: 4 
Hors Concours: L. M. Druckenbrod, Jr., J. O. Hill- 
shafer 


GEORGIA SCHOOL OF TECHNOLOGY: 
Mention: M. A. Cason, J. W. Cherry 


No Award: 3 

ATELIER GNERRE, NEW YORK CITY: 
Mention: H. E. Zazzi 

ATELIER a ae CHICAGO: 
No Award: 


NEW YORK petty, 
Mention: M. Banzhaf, J. Gelgisser, E. G. Stites 


No Award: 11 

Hors Concours: W. Pfeufer -, 
OKLAHOMA AGRICULTURAL & MECHANICAL COLLEGE: 
Mention: C. G. Andrews, J. B. Green, J. Hudson, T. B. 

Maule, J. W. Wicker 
No Award: 6 


PENNSYLVANIA STATE COLLEGE: 
Second Medal: J. R. Suydam, J. L. Thorne 


Mention: R. Ambrose, T. W. Coatsworth, C. W. Ernst, 
Jr., C. D. Kremer, W. E. Kremer 

No Award: 2 

Hors Concours: F. M. Eby 


PRINCETON UNIVERSITY: 
First Medal: E. A. Moulthrop, W. F. Shellman, Jr. 


Second Medal: J. K. Shear, H. L. Stulb, H. C. Wells 
Mention: W. K. Elliot, R. Moment 


UNIVERSITY OF ILLINOIS: 
Mention: W. Awsumb, R. M. Amdal, E. S. Balodimas, 


R. A. Binfield, D. Honn, O. Mendez, R. E. Myers, 
F. D. Miles, H. H. Rather, P. S. Romigh, R. L. Read, 
C. P. Stewart, C. W. Sanders, L. W. Schwall, R. W. 
Shield, E. R. Smeallie, W. C. Wright 

No Award: 12 

Hors Concours: S. C. Fuller 


UNIVERSITY OF NOTRE DAME: 
Mention: B. J. Eilers, J. F. Hennessy, R. A. Nolan, 


R. J. Schultz 
No Award: 1 


UNIVERSITY OF OKLAHOMA: 
Mention: F. W. Binckley, J. Knight, W. G. May, C. J. 


Vahlberg 


UNIVERSITY OF PENNSYLVANIA: 
Mention: R. L. Ackoff, M. D. Folley, J. M. Pruden, 


R. M. Schoenbrod, A. B. White, E. F. Zipp 
No Award: 1 


UNIVERSITY OF VIRGINIA: 
No Award: 3 
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type it should be noted that it is essential to have the 
theatre (projection room), and camera department to- 
gether, because the technicians of the camera squad — 
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-BEAUX. ARTS ATELIER: 
Mention: I. Pettet 


No Award: 1 


JOHN HERRON ART INSTITUTE: 
Second Mention: R. H. French 


Mention: R. Head 
No Award: 11 


NEW YORK UNIVERSITY: 
Second Mention: R. E. Borgatta 


Mention: M. P. King, M. Nathans 
No Award: 2 


YALE UNIVERSITY: 
No Award: 15 


DEPARTMENT OF ARCHITECTURE 


A CHAMBER OF COMMERCE 
CLASS C PROBLEM [V—130 DRAWINGS SUBMITTED 
JUDGMENT OF APRIL 2, 1940 
CARNEGIE INSTITUTE OF TECHNOLOGY: 
First Mention: E. M. Erwin, Jr., J. Tuchman 
Mention: J. E. Dent, T. A. Durbin, F. Eilers, C. E. 
Fouhy, J. R. Harper, L. J. Schmidt, G. D. VanNort 
Half Mention: G. T. Brown, E. K. Corwin, A. Katsilas, 
C. B. Kearfott, A. M. Kennedy, J. K. Lanahan, A. R. 
Montgomery, A. B. Szoke 
No Award: 1 


CATHOLIC UNIVERSITY OF AMERICA: 
First Mention: D. P. Antinozzi, Jr. 


Half Mention: E. J. Leffson, N. W. Nadelman 
No Award: 4 


CHICAGO ARCHITECTURAL CLUB: 
No Award: 1 


CLEVELAND SCHOOL OF ARCHITECTURE OF W.R.U:: 
Mention: N. W. Parker, S. S. Simon 


Half Mention: G. H. Banthien, Jr., W. J. Hasenau, Jr., 
V. W. Rucky, H. S. Stenger, R. J. Tichy, R. R. W. 
Van Hamersveld 

No Award: 1 

Hors Concours: J. A. Scott 


ATELIER DENVER: 
Half Mention: L. E. Klatt 


No Award: 3 


ATELIER GAUDREAU, BALTIMORE: 
Mention: L. T. Mullen 


Half Mention: A. Asche, M. C. Cunningham 


GEORGIA SCHOOL OF TECHNOLOGY: 
Mention: C. S. Lindsay, W. M. Simpson, W. W. Taylor 


Half Mention: C. W. Boroughs, M. V. Braddy, C. A. 
Crowell, C. B. Curry, E. H. Edwards, C. M. Gailey, 
J. L. Harris, H. H. Jolly, Jr., D. J. Murphy, J. W. 
Pafford, B. Ritzert, R. S. Schwarcz, F. S. Weeks 

No Award: 1 
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JOHN HUNTINGTOD 
Half Mention: H. T. Kahoe © 
KANSAS STATE COLLEGE: 
No Award: 3 
OKLAHOMA AGRICULTURAL & ‘MECHANICAL COLLEGE: 
First Mention: A. W. Morey, Jr. 


Mention: F. Baugh, R. D. Conner, W. Fincke, I. pet 


nedy, Jr., G. Mills, R. A. Wallace 
Half Mention: H. V. Brackin, Jr., W. 0. Farrar, E. 
Leonard, L. McKay Se 


PORTLAND ARCHITECTURAL CLUB: 
Half Mention: A. E. W. Dodds 


No Award: 1 


RICE INSTITUTE: 
Half Mention: C. S. Chan, G. M. Morse 


No Award: 1 

SAN FRANCISCO ARCHITECTURAL CLUB: 
Half Mention: G. Holt, J. R. Oyarzo 
No Award: 1 

T-SQUARE CLUB, PHILADELPHIA: 
No Award: 4 
~Hors Concours: L. E. Michener 


UNIVERSITY OF ILLINOIS: 
Mention: R. Dunham, W. Eng, K. J. Holzinger, B. L. 


Miller A. W. Neumann, G. L. Steiger, E. D. Valleau, 
H. L. White, F. E. Wennlund 

Half Mention: J. D. Anderson, J. Baker, M. Fitch, 
A. L. Huber, Jr., W. H. Isley, A. E. Kuby, R. G. 
Rote, C. V. Rowe, E. Roberts, M. T. Sandford, R. E. 
Serwatkiewicz, E. B. Storako 

No Award: 3 

Hors Concours: C. E. King, P. E. Pulliam 

UNIVERSITY OF KENTUCKY: 
Half Mention: M. Cox 


UNIVERSITY OF NOTRE DAME: 
Mention: C. F. Bracke 


Half Mention: J. B. Carney, E. L. Holland, U. Rossi, 
J. J. Sherer 
No Award: 1 


UNIVERSITY Ba OKLAHOMA: 
Mention: J. E. Cottingham, A. Schuman 
Half Mention: R. L. King, N. Musser 
No Award: 2 
ATELIER WINSLOW, LOS ANGELES: 
Half Mention: R. Ziegler 
UNAFFILIATED: 
CHAMPAIGN, ILLINOIS: 
Half Mention: A. W. Kelm 


QUARTERS FOR A MOTION PICTURE 

COMPANY ON LOCATION 
WARREN PRIZE—101 DRAWINGS SUBMITTED 
JUDGMENT OF APRIL 2, 1940 


1st Prize—W. O. Cain, Princeton University 
2nd Prize—S. Shimberg, Massachusetts Institute of 
Technology 


3rd Place—W. E. Kremer, Pennsylvania State College 


4th Place—M. D. Folley, University of Pennsylvania 
Sth Place—E. Beery, Ji., Catholic University 
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SECOND MEDAL—H., L. STULB 


SECOND 
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SECOND MEDAL—H., C. WELLS 


SECOND MEDAL—J, K. SHEAR 
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SECOND MEDAL—J. SILL 


SECOND MEDAL—J. L. 


THORNE 


CLASS A PROBLEM III—A PUBLIC BEACH 
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SECOND MENTION—R. C. BROGATTA 


SECOND MENTION—R. H. FRENCH 
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FIRST PRIZE—W. O. CAIN 


SECOND PRIZE—S. SHIMBER 


WARREN PRIZE—QUARTERS FOR A MOTION PICTURE COMPANY ON LOCATION 
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FIRST MENTION—A. W. MOREY, JR. 


FIRST MENTION—J. TUCHMAN 
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FIRST MENTION—E. M. ERWIN 


CLASS C PROBLEM IV—A CHAMBER OF COMMERCE BUILDING 
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SECOND MEDAL — J. ROSEN 
ELEMENTARY INTERIOR DESIGN I! — A PEDIATRICIAN’S WAITING ROOM 
SECOND MEDAL — L. PASSMAN 
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FIRST MENTION — W. H. BORTHWICK 
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